To: chuck. baker@urs.com[chuck. baker@urs.com]; 

rebecca.laramie@urs.com[rebecca. Iaramie@urs.com] 

Cc: barry.hayhurst@urs.com[barry. hayhurst@urs.com]; Sisk, Richard[Sisk. Richard@epa.gov]; 

Sandoval, Joni[Sandoval. Joni@epa.gov] 

From: Forrest, Sabrina 

Sent: Thur 5/2/2013 5:36:11 PM 

Subject: Time sensitive FOIA related question - Are UOS TDDs or other cost information to always be 

maintained as CBI? 

Chuck/Rebecca, Our Upper Animas attorney and I are responding to a FOIA and need to 
determine if UOS TDDs or other documents that have staffing and cost information need to be 
maintained as Confidential Business Information. 


In particular, we have a FOIA for the Upper Animas Mining District/Upper Cement Creek and 
our attorney has asked that if these UOS documents are CBI, we need UOS to substantiate why 
maintaining CBI is in UOS’s interest. 


As is typical with FOIAs, this is time sensitive and Richard Sisk was hoping to have this 
information today, or just as soon as possible. Please reply to both Richard Sisk and me. 


Thanks for your assistance in this matter. 


Sincerely, 

Sabrina Forrest 

Site Assessment Manager 

and NPL Coordinator 
U.S. Environmental Protection Agency 
1595 Wynkoop Street, Mail Code: 8EPR-B 
Denver, CO 80202-1129 
Direct Ph: 303-312-6484 
Toll Free: 1 800-227-8917, 312-6484 
Fax: 303-312-6065 
Agency Cell: 303-589-1286 

E-mail: forrest.sabrina@epa.gov 
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